The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN 8IG8Y, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 

07/07/2011 


Omar Gonzalez-Pagan 

Assistant District Attorney, Suffolk County 

Dear ADA Gonzalez-Pagan, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. CuiTiculum Vitae for Annie Dookhan and Stacey Desjardins 

2. Dnig Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Stacey Desjardins was the custodial chemist and perfonned the preliminary testing and net weight 
for this sample. Annie Dooklian was the confmnatory chemist and analyzed the GC/MS data for 
this sample. 

If you have any questions about these materials, please call me at the number below. 

Sinceml^ 

Annie Dookhan 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Klian (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. D. Massachusetts Department of Public Health, Drug Analysis Laboratory 

^Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to deteimine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

QC Analyst L n. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects, 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NBAFS) 
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Desjardins 

stacey.feiden@state.ma.us 


EDUCATION 


EXPERIENCE 


TRAINING 


COURSEWORK 


Master of Science—Forensic Science 
University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration: Criminalistics 

• Certificate: Advanced Investigation 

Bachelor of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

• Graduated Cum Laude 
Chemist f 

Massachusetts Department of Public Health; Jamaica Plain, Massachusetts 
March 2009-present 

• Analyze unknown substances submitted by Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope, Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, state, and federal courts in 
Massachusetts 

Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001-May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

2010: DEA Forensic Chemist Seminar—Washington DC 

2009: Multijurisdictional Counterdrug Task Force Training on Current Drug 
Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005: Internship with the New Hampshire State Crime Lab 

Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 
Microscopy, Advanced Criminalistics I and II, Forensic Toxicology, Advanced 
Investigation I and II, Physical Analysis in Forensic Science, Organic Chemistry I 
and 11, General Chemistry, Analytical Chemistry I and II, Physical Chemistry 1,11, 
and HI, Biochemistry, Advanced Inorganic Chemistry 
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DRUG RECEIPT 


District/Unit _ ^ 

Name & Rank of Arresting Officer 


btt.1 
S. / b 


DEFENDANT'S NAME 


DESCRIPTION OF ITEMS SUBMITTED 


\ 


To be completed by ECU personnel only 


Name and Rank of Submitting Offici 


7 




Received by 


BPD Form 0038-BIS-0907 (prev. 1753) 


cc# 


BOOK 

PAGE #_ *^^7 

DESTRUCTION #_ 


Wk '^u/ 4" a/ 


ID# ^ 


ADDRESS 

CITY 

STATE 


1 



1 




GROSS 

QUANTITY 

LAB US 

GROSS 

WEIGHT 

EONLY 

ANALYSIS 

NUMBER 


/ t l'B' 

__ 


I 




j 

r 



































ECU Control # 
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No. HBHIi Analyzed; on* Z ^ <3 

City; Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHI T^^ 

Def; 

Amount; Subst; SUB 

No. Cont; 1 Cont: pb 

Date Rec'd; 07/08/2010 . No. Analyzed: i 

Gross Wt.; 3.86 / Net Weight: 0.0(i>^ 

# Tests; U &UIj 

Prelim: ^i(^\CnOLOO 




DRUG POWDER ANALYSIS FORM 


SAMPLED AGENCY 6dS 1 PPi 

No. of samples tested: j 


ANALYST 
Evidence Wt 




PHYSICAL DESCRIPTION: - f^inn f fl t e>CQlCCl 

-off lofwft Cf\unlv| 6U'0StQnC<L 
\n c\ouC)\o'bQc^c^cl pb 


Gross Wt < ) 

Gross Wt ( I ) 
Pkg. Wt 
NetWt 


Q. c 
O.OUU7,/ 
o.oub^ c 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) (3) 


Marquis 
Froehde's_ 
Mecke's 


© 


e 


PRELIMINARY TEST RESULTS 

RESULTS unlnobon 

DATE T-IU-ID 


MlcrocrvstalUne Tests 
Gold 

Chloride_ 

TLTAj_J__ 

OTHER TESTS 

nii\g e 

(nc ® 


OCIMS COMFIRMATORY TEST 

RESULTS ngaai\\rf - 

MS 

OPERATOR Apn _ 

DATE 


Revised 7/2005 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\07_19„10\ 
12. D 

FIDIA.CH 

19 Jul 2010 15:14 


12 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METH0DS\GENSCAN.M 

Title : 


Response^ Signal: 12.D\F1D1A,CH 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\07„19_10\ 

11,D 

FIDIA.CH 

19 Jul 2010 14:45 

BLANK 

11 Sample Multiplier: 1 


Integration Pile: autointl.e 


Method : C : \MSDCHEM\ 1 \METHODS\GENSCAN, M 
Title 



GENSCAN.M Mon Jul 19 15:12:30 2010 Page: 2 
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Area Percent Report 


Data Path : D:\GC DATA\07„19„10\ 

Data File : 10.D 
Signal(s) : FIDIA.CH 

Acq On : 19 Jul 2010 14:16 

Sample : COKE/CODEINE STD 
Misc : 

ALS Vial : 10 Sample Multiplier: 1 

Integration File: autointl.e 

Method : C: \MSDCHEM\l\METHODS\GENSCAN.M 
Title 

Response^ Signal: 10.D\FID1A,CH 

t|29 

3800000 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 | 

2OOOOO0I 
1800000 

1600000 
1400000 

1200000 

1000000 

800000 

600000 

400000 

200000 

i T' „ I 

O' I - r’T- r V ' v- r T- -! | r t- r- i— |" i i i I | I ' l i ‘i i i i ) i i . t | i i— r i pr- r . i ( i ■ ■ i i | i i . i , i ■ 

Time 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 18.00 20.00 22.00 24.00 

GENSCAN.M Mon Jul 19 14:44:01 2010 Page: 2 
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4.862 
t 5.652 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2 010\SYSTEM8\07__23 10\731569.D 
ASD 

24 Jul 2010 12:16 

BLANK 

SLD xV 


2 

SCREEN 

RTE 





Oi.-. 


iime-> 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 IS'OO 20:00 2100 24.00 26.00 28.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731569.D Tue Jul 05 12:26:47 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM8\07_23_10\731570.D 

Operator : ASD 

Date Acquired : 24Jul2010 12:49 

Sample Name : 

Submitted by : SLD 
Vial Number : 7 

AcquisitionMeth: SCREEN 
Integrator : RTE 


'Abundance '' TIC-YJIWtT 

I 8142 

i 120000 i 
; 100000i 
: 80000; 

! 60000 
I 40000 

I 

20000 

|rime-> 2.oo" 4,66 ' ' 6.^ 8-6o i'o:oo ’i2!obV 14^00' iaoo^ JMo ’20^00 '2Z00 24:00' 26:00 28:po 

Ret. Time Area Area % Ratio % 

8.424 182595 100.00 


100.00 



731570.D Tue Jul 05 12:26:50 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q 3 - 2010 \SySTEM 8 \ 07 _ 23 _ 10 \ 731570 .D 

ASD 

24 Jul 2010 12:49 


SLD 

7 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


8.42 C:\DATABASE\NIST98.L 

Adipic acid, di(oct-4~yl ester) 1000160-80-1 45 

Hexanedioic acid, bis(1,3-dimethylb 055125-22-9 42 

Hexanedioic acid, dihexyl ester 000110-33-8 40 


Abundance 


80: 


Average of 8.4116 id 8:55DTmn.: 731570.0“ (-) 
129 


60 ^ 


40| 


201 


55 


70 


112 


147 


41 


! 29 I 

i i I ! 


; oo 

I . 

.7| . . 

i;, 

lm/z-> 40 

60 

80 


101 


157 


191 207 


241 


259 281 


100 1^0 140 160 180 200 220 240 260 280 300 3^0 340 


Abundance 


80! 


129 


#58235: Adipic a^7^r(dcr-4-yI ester) 


60 i 


40: 




55 

20; 

41 

111 

‘ I 29 

i: 

I] 71 83 101 ; 

qLm.. 


, . .ii 

‘rnlz-> 

4 b 

' 60 ' 80 ioo 120 

731570.D 


Tue Jul 


147 


241 


157168 186 198209 223 i 256 284 355 

100 120 140 160 180 200 220 24o ' 2& 280 300 320 340 ; 


Page 2 


Folk OIG PRR 049241 





















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM8\07_23_10\731571.D 

ASD 

24 Jul 2010 13:22 

BLANK 
NEM 
2 

SCREEN 

RTE 


Abundance.*... TlUi"7n571^D 



|Tinio-> 2.00 4.00 6.00 ’ 8.00 ’ 10.00 12i00 14.00 16!00 18.00 20!00 22.00 24.00 26’ob 28:00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 



731571,D Tue Jul 05 12:26:54 2011 Page 1 

i 
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